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MOONLIGHT MAZE 


Synopsis : !UK £s$ Duke University able to identify department where 
computer data targeted by Cincinnati as their Biomedical 
Engineering Department. Additional identifying information 
required to even attempt to identify which specific computer was 
used and it is uncertain even that can be achieved. Any of the 
computers in that department can be used by anyone in that 
department who has access to the generic password. Additionally, 
all of the department’s computers were scrubbed (erased) 
approximately October 15, 1998; a fairly standard operating 
procedure anm Hina to Duk.e’s legal counsel. FD-302S of 
interviews wi t- hl 1 Duke’s Office of Information 

Technology and Duke’s Legal Counsel Office are 

enclosed. 
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Reference:^) 

12/18/98. 


288-CI-68562 Serial 40, and CE telcall to Cl 


Enclosures: ^ ()§$ Enclosed finrinnaH_are_ajn original and six 

copies each of FD-302s of a) |_I-1 Tlnke Uni versity 

Office of Information Technology and b) _ I Duke 

University Office of Legal Counsel and c] one 1-A envelope 
containing interview notes. 



Durt Document 


[SERIALIZED. 


mi •im 


fs 









